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| HAS. 
CENTRAL INTELLIGENCE AGENCY 
Office of Legislative Counsel F a tne ne 
Washington, D. C. 20505 j Ole #8 34BY | 
Telephone: Se Aa ee a 


28 Nov 1978 


TO: Mr. Peter Hughes 
Armed Services Committee 
House of Representatives 


Mr. Hughes: 
Enclosed please find the publication 
entitled "Soviet Civil Defense” which 


was requested by Peggy in your office 
for your use. 


STAT 


Enclosure 


FORM , COSOLETE. a er era (40) 
6-68 1533 PREVIOUS 
EDITIONS : 


x 
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